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person who fills the tubes.    If, however, it is desired

to avoid this exhausting, the tubes are given the

following form (Fig. 5 a).

To fill  such a tube, the

gas   to   be   examined   is                 Fm.sa,

drawn through it and the tube is then fused together

at a and 5 in a candle flame (Fig. 5 6).

Such tubes can be most safely shipped by packing
them in sawdust in boxes which have a separate
compartment for each tube. The boxes themselves
are placed in a larger box filled with hay.

The tube last described is filled by the displace-
ment of the air already contained therein. Naturally

Fro. 5 5.
it is here presupposed that large amounts of gas are
at one's disposal. If only a small quantity of gas is
obtainable, the receiver must be filled with water or
mercury, which is then displaced by the gas. If it
is possible to analyse the gas samples within a short
time after their collection, we may employ small
glass tubes of the form shown in Fig. 6. Such
tubes may conveniently be used for the examination
of the air in coal mines. Water can be used only
when it is first saturated with the gases in question,